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Separate paging Is given to this Part In order that It may be filed 
as a separate compilation. 

MINISTRY OF DEFENCE 

NOTIFICATION 

New Delhi, the 25th August 1970 

S.R.O. 24-E.—In exercise of the powers conferred by sub-section (1) of section 
2 of the Aimed Forces (Emergency Duties) Act, 1947 (15 of 1947), the Central 
Government hereby declares every service connected with the supply of electri¬ 
city In the .State of Uttar Pradesh to be a service of vital Importance to the com- 

[No. F. 2(35)/70/D(GS-I) 1 
P. KRISHNAMURTI, Jt. Secy. 

TWT 

srfsrf^rr 

Tf fcvNt, 2 5 8PTT, 1970 

fT(o fifo VJo 24— E.— ( SfNPT &<j£) ) tTfNf'BPT, 1947 

( 1947 'FT J 5) ’tft WRT 2 ^ nTTHTO ( l) flTT 5TTTT BfaPlf TTU fq 

( 75 ) 




?6 


THE GAZBTTE OF INDIA EXTRAORDINARY [Part II— Sec. 4] 


fafrT HTWiTT tr^JITT STITT A ftlfT % JT7FT A ?RT V\ STTST 

% firt[ vwfw for «rtf«TcT ^ft 11 

[tfo TV 2 ( 35)/70 Itt 

«ft° Aftn yf^r i 


PRINTED BY THE GENERAL MANAGER, GOVERNMENT OP INDIA PRESS, MINTO ROAD, 
NEW DELHI AND PUBLISHED BY THE MANAGER OF PUBLICATIONS, DELHI, 1970 





